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> August 1999 


MORAN FOR: Deputy Director (Plans) 


: Acting Chief, DPD 
: CORGHA Mission 9002 


& Augist 1959 pertaining to Mission 9002. 


Please note mesenges numbered 24-26 in the attached list 
wherein on 1 end 3 August, laumches were scheduled for & ani 5 August 
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